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EXEUBIT A 
Page 1 of 5 
October 1957 


IKCEEASE IN QUANTITY ITEMS 
EQUIPMEHT LIST DD^ FLY-AWAY KIT FOE SYSTEM 3 , M-1 


ITEM 

MP 

NUMBER 

NOMENCLATURE 

ESTIMATED 
UNIT COST 

PRESENT 

QUANTITY 

INCREASED 

QUANTITY 

ESTIMATED 
AMOUNT OP 
INCREASE 

65 

1053 ^ 

Thermostat, Type B, 
B9770-3 mtg, KLEXON 

Wo. 043^^4 

$ 9.75 

1 

1 

$ 9o75 
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EXHIBIT A 
Page 2 of 5 
October ih, 195? 


ADDITIONS TO EQUIPMENT LIST DD 
FLY-ANAJ KIT FOR SYSTEM 5^ M-1 


MP ESTIMATED NO. OF ESTIMATED 


ITEM 

NUMBER 

NOMENCLATURE 

UNIT COST 

UNITS 

AMOUNT 

107 

11804 

Motor and Gear Assembly per 

R-¥ Dwg. No. 50240173-3 

$ 197.00 

1 

$ 197.00 

108 

10963 

Capstan Gear Box Assembly 
per R-W Dwg. No. 50240l63 

205.00 

1 

205.00 

109 

koikh 

Tape^ Magnetic^ 1 inch width, 

9000 Ft. length, SCOTCH No. 
I59-9OH 

211.50 

12 

2,538.00 

110 

12025 

Belt, Endless, Flat, I/2 X 22, 
TILTON No. S-5-302 

1-57 

4 

6.28 

111 

59008 

Lairp, pilot. Green, DIALCO 

No. 101-5030 932 

1.85 

10 

18.50 

112 

10970 

Reel Assembly, Magnetic Tape, 
per R-W Dwg. Wo. 50240263 

221.50 

4 

886.00 
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